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FOREWORD 

This Indian Standard ( Part 2 ) was adopted by the Bureau of Indian Standards, after the draft finalized 
by the Artificial Limbs, Rehabilitation Appliances and Equipment for the Disabled Sectional Committee 
had been approved by the Medical Equipment and Hospital Planning Division Council. 

This standard ( Part 2 ) is one of the series establishing a vocabulary of terms used in the field of 
external limb prosthetics and external orthotics. It defines terms used to describe external limb 
prostheses and wearers of external limb prostheses. The other parts in this series are: 

Part 1 General terms for external limb prostheses and external orthoses 
Part 3 Terms relating to external orthoses 

In the preparation of this standard, assistance has been derived from ISO 8549-2:1989 Prosthetics 
and orthotics — Vocabulary — Part 2: Terms relating to external limb prostheses and wearers of these 
prostheses 1 , issued by the International Organization for Standardization ( ISO ). 
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1 SCOPE 

1-1 This standard ( Part 2 ) establishes a 
vocabulary of terms used to describe external 
limb prostheses and the wearers of external limb 
prostheses. 

NOTES 

1 For the purpose of this standard, the abbreviated 
term 'prosthetics* and its derivatives only apply to 
external limb prosthetics and the abbreviated term 
'orthotics' and its derivatives only apply to external 
orthotics. 

2 The terms printed in quotation marks are defined 
in Part 1 of this standard. 

2 TERMINOLOGY 

2.1 Levels of Amputation of Limbs in Acquired 
Amputees 

2.1.1 Partial Foot Amputation 

Amputation of the Mower limb' distal to the 
'ankle joint'. 

2.1.2 Ankle Disarticulation 

Amputation of the Mower limb' at the 'ankle 
joint'. 

2.1.3 Below Knee Amputation 

Amputation of the Mower limb' between the 
'knee joint' and the 'ankle joint'. 

2.1.4 Knee Disarticulation 

Amputation of the Mower limb' at the 'knee 
joint'. 

2.1.5 Above Knee Amputation 

Amputation of the Mower limb' between the 'hip 
joint' and the 'knee joint 7 . 

2.1.6 Hip Disarticulation 

Amputation of the Mower limb 7 at the 'hip 
joint'. 

2.1.7 Himlquarter Amputation ( deprecated: 
Hemipelvectomy ) 

Amputation of the whole Mower limb' together 
with all or part of the hemipelvis. 

2.1.8 Partial Hand Amputation 

Amputation of the 'upper limb' distal to the 
'wrist joint'. 



2.1.9 Wrist Disarticulation 

Amputation of the * upper limb' at the 'wrist 
joint'. 

2.1.10 Below Elbow Amputation 

Amputation of the 'upper limb' between the 
'elbow joint' and the 'wrist joint'. 

2.1.11 Elbow Disarticulation 

Amputation of the 'upper limb' at the 'elbow 
joint'. 

2.1.12 Above Elbow Amputation 

Amputation of the 'upper limb* between the 
'shoulder joint' and the 'elbow joint'. 

2.1.13 Shoulder Disarticulation 

Amputation of the 'upper limb' at the 'shoulder 
joint'. 

2.1.14 Forequarter Amputation 

Amputation of the 'upper limb' at the scapulo- 
thoracic and the sternoclavicular joints. 

2.2 Limb Deficiencies Present at Birth 

2.2.1 Deficiency 

State in which one or more bones of a limb 
are totally absent, partially absent or 
'hypoplastic'. 

2.2.1.1 Transverse deficiency 

Deficiency in which all bones distal to a trans- 
verse plane of the limb are totally absent. 

2.2.1.2 Longitudinal deficiency 

Aberration of the formation of parts in the 
long axis of the limb so that some bones may be 
partially or totally absent while others situated 
more distally are present 

2.2.2 Hypoplastic 

Pertaining to a bone that is present, 
significantly diminished in size, but not 
severely changed in shape. 

2.2.3 Ray 

Metatarsal bone, or a metacarpal bone, and its 
corresponding phalanges. 
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